RG104 E-l Box 182 


^ i ir c c\ sTi x x xr x 







p vx r H r* cut 


Superintendent Mint U.S., 


Philadelphia, Penna. 


Sir: 


BUREAU OF THE MINT 
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''.. August 5, 1893 . 


In reply to your letter of the 3rd instant asking to be informed 

• * 

whether in the proposed transfer of nickel 5-eent pieces, those of the 
old design are to be recoined, I would state that only such pieces as 
are defaced are to be recoined. The balance will be reissued. 

Respectfully yours. 



Acting Director of the Mint. 
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Treasury Department, 
Bureau of the Mint, 
Washington, D.C., 

August 5, 1893 

Superintendent Mint U.S., 
Philadelphia, Penna. 

Sir: 


In reply to your letter of the 3rd instant asking to be informed whether in the proposed 
transfer of nickel 5-cent pieces, those of the old design are to be recoined, I would state that only 
such pieces as are defaced are to be recoined. The balance will be reissued. 

Respectfully yours, 

R.E. Preston 

Acting Director of the Mint. 



